With a team of experienced specialists Novatec the leading Trading & Contracting 
Company is established in the year of 2015 in Qatar. We are committed to provide 
the best quality and satisfaction through High Class professional standards and 
efficiency. We have proudly accomplished many innovative solutions in Production, 
Contracting and Trading fields and look forward to contribute more towards vision of 
the state and its development. holds a wide variety of products mainly focused on 
GRP and WPC. Our GRP products in Qatar consists of Roof Kerb, Doors, Control 
Panel Rooms, Sectional Tanks, Water Tank, Septic Tank, Cable trays, Roofing 
sheets, GRP roof curb, Tank Planters, lamination, GRP ladder etc. Novatec's other 
products from WPC (Wood-Plastic Composite) We Specialized in Fiberglass Products 
Fabrication, Wood Plastic Composite (WPC) Fabrication. Solid Surface 
(Corian)Fabrication Works, Steel & Stainless-steel Fabrication, Aluminium 
Fabrication and Glass works etc 


